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| URING the progress of the 

times, the achievements of 

science have kept pace with 
the demands. The manufacturer of 
the De Mooy High Frequency Gene- 
rator kept abreast of the times, and 
produced a machine which proved a 
success from the first. This was a 
rare achievement, as the great expense 
of the necessary apparatus had, pre- 
vious to this invention, prohibited its 
more general use. 


Of more importance still is the devel- 
opment of this shock-proof and “‘fool- 
proof” machine that can be used in 
the home by the patients to follow up 
the doctor’s treatment, as well as to 
treat themselves, unaided. 


The demand for sucha machine at a 
reasonable price that could be con- 
nected to any electric light socket and 
operated by anyone, was not supplied 
until the De Mooy High Frequency 
Generator was placed on the market. 
This machine has had extensive tests 
before medical bodies, in hospitals, 
and in actual home use for several 
years. 
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Just How Well Are 
YOU Today? 


N order that you might live to an old age— 
| in order that you might solve the problems 
of life as you go along, you must have 
physical strength—you must have the vim, 
force and energy to carry you through. 


If every day doesn’t bring forth a new 
desire within you to enjoy your home life or 
your business to their fullest extent, then you 
are cheating yourself—you are not allowing 
yourself the joy and satisfaction that comes 
to a man or woman who always feels the 
pulsation of red, warm blood in his or her 


body. 


You say, “Yes, I want to be youthful and 
energetic—I want to have a spring in my 
step, and a sparkle in my eyes, but I am so 
busy I cannot afford the time to devote to 
that which I believe necessary to keep in this 
condition.” 


The answer is simple. Look at the moun- 
taineer. Why is he so strong and hardy? 
Simply because he gets the warm, bright rays 
of the sun, and real fresh air, or plenty of 
oxygen. 
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Make Your Own Room 
a Health Resort 


The rays of the sun are nothing more or. 
less than strong electrical vibrations. Pure 
oxygen is the same as ozone, a chemical term 
for the pure air created by high frequency 
violet rays, which are generated by a high 
frequency generator. By attaching a De 
Mooy High Frequency Generator to your 
electric light socket, the electricity is trans- 
formed into the _ health-and-beauty-giving 
violet ray,—gentle, soothing, and perfectly 
safe—you get the same as pure mountain air 
and bright sunshine of high altitude, right in 
your own room. 


By applying the attachment, or Electrode, 
which is furnished with the Generator, to 
your body, every nerve cell, fibre, and part 
of your body becomes active,—your blood is 
enriched and purified by a flood of oxygen or 
ozone. Anextra supply of fresh, active blood 
cells are brought to the area treated,—thus 
removing dead cells and supplying nourish- 
ment. 


By taking this simple treatment a few 
minutes every day, you get the combined 
benefits of electricity, vibration, exercise, 
stimulation and oxygen. 
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Painless, Fool - proof 


Safe and Easy to 
Operate 


There is nothing to fear,—no frightening 
shock or sensation. The High Frequency 
Generator waves pass so quickly and thor- 
oughly through every part of your body that 
the only sensation you have is of a soothing, 
quieting and restful kind. A few minutes’ 
treatment will make you feel as fresh and 
active as though you had several hours’ sleep. 
The red active cells force out the dead matter 
in any congested part of your body, and in- 
crease the glow of your skin without increas- 
ing your bodily temperature. 


Physicians, osteopaths, and other profes- 
sional men have long known the advantage 
of the High Frequency Generator and Ozone. 
They have constantly recommended their 
patients to use the High Frequency Gene- 
rator in following up their own treatments. 
The High Frequency Generator is especially 
valuable to the office worker, as well as the 
housewife, after a day of hard work. 


This wonderful machine successfully treats 
dandruff, falling hair, rheumatism, etc., as 
well as parasites, such as body lice, cooties, 
etc. : 

egies: 
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For the Home or Office 


The man who is nervous from constantly 
rushing to and from the ofhce—the woman 
who is tired and worn out from the many 
duties of the home, will be agreeably surprised 
how quickly this machine will put them in a 
healthy, active condition. 


—Physician or Physical Trainer 

There 1s a special De Mooy Ozone and High 
Frequency Generator for the physician and 
physical trainer. This machine has an at- 
tachment for generating additional ozone for 
purifying the air in the home, office, or sick- 
room. I[t is made in this size to meet a 
demand for larger capacity than that neces- 
sary for the home, office, beauty parlor, etc., 
although many homes have this machine in 
constant use. 


—Beauty Parlor or Barber Shop 


Most all modern beauty parlors and ton- 
sorial parlors are equipped with High Fre- 
quency Generators for the use in treatments 
of falling hair, diseases of the face and scalp, 
etc. 

A guarantee is furnished with every ma- 
chine. The De Mooy High Frequency Gene- 
rators are fully protected by patents. Beware 
of imitations. 
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Type B Model 


Handy Size 
Easy to Carry 


This very popular De Mooy High Frequency 
Generator meets the demand ror a thoroughly 
efficient generator at a moderate price. At- 
tractively finished in leatherette and furnished 
with one surface electrode. 


Its especially small size enables you to 
carry it even in your grip or suitcase, from 
place to place, for use when you are traveling. 
If, after a day of tedious riding and hard work 
on a traveling trip, you take a few minutes’ 
treatment with the De Mooy High Frequency 
Generator, you will feel so refreshed you will 
be eager to carry out your plans for the 
evening. 


By giving yourself treatments in your own 
home a few minutes daily, you start your 
blood circulating through every cell of your 
body thus forcing out the dead cells which 
are preventing good circulation. 


Your body is actually saturated with ozone 
or oxygen, thus immediately killing all germs. 
oe 
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Remember there is nothing to fear—no fright- 
ening shock or sensation. This wonderful 
little machine should be in every home. 


It has a compartment in the cover for 
carrying extra electrode. Made to operate on 
either direct or alternating currents. In- 
struction chart carefully compiled, accom- 
panies each machine, thus enabling you to 
use it immediately with beneficial results. 


Type B Model, furnished complete with 
written guarantee for one year and instruction 


chart, $25.00. 





= = @ t THE DE MOO Y «#8 «8« «# & 


Type H Model 


Neat and 
Attractive 








The machine itself is finished in a rich 
mahogany with all exterior fittings of the 
most attractive and durable construction. 
The metal parts are finished in nickel. The 
handle is of hard rubber, and the cord is of 
double insulation. The large adjusting screw 
is of hard rubber, as are all the other points 
where insulation Is necessary. The primary 
coil is wound of the finest grade of copper 
magnet wire. The condenser is especially 
constructed and the most expensive of its 


kind made. 


The contact points are practically inde- 
structible and will last for a number of years 
if properly taken care of. The handle is of 
the best quality of hard rubber and the electric 
cord is the latest improved double insulated 
type. 


Like the other De Mooy High Frequency 
Generators, it has no delicate or complicated 
attachments. Free from noise and glare and 
with proper use, will last a lifetime. Simply 
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attach to an electric light socket, turn the 
adjusting screw on the top of the machine, 
and it gives a beautiful, health-giving violet 
ray out through the electrode or attachment. 


The carrying case is covered with a seal 
grain leatherette, and lined with purple velvet. 
It has a compartment in the cover for carrying 
extra electrodes, etc. The machine is made 
to operate on either direct or alternating cur- 
rent. It includes in its regular equipment, 
one surface electrode; instruction chart care- 
fully compiled by our consulting physician, is 
furnished with each machine. 


Type H Model, furnished complete with a 
written guarantee for one year, $35.00. 
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The De Mooy 
Combination Ozone and 
High Frequency 
Generator 





For the Doctor and for the Home © 





Four Instruments at the Price of One 
Generating High Frequency 
Current for 


1. All electrode applications, surface or 
internal. 


2. Fulgeration, external or internal. 


Ve 


Refined ozone for inhalation. 
4, Ozone for purifying the air in home, office 
or sick-room. 


It treats the patient and thoroughly purifies 
the air in the patient’s room, thus killing all 
existing germs, and hastening recovery of the 
patient by keeping a constant circulation of 
active cells and warm fresh blood throughout 
every part of the body. The generator itself 
is so simple that the current can be instantly 
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reduced from its full strength to an almost 
imperceptible vibration by the mere turning 
of the small adjusting screw, thus enabling 
the patient in many cases to apply the cur- 
rent himself while the doctor is otherwise 
occupied. 


The capacity of the combination De Mooy 
Ozone and High Frequency Generator can be 
judged from the fact that a large room can be 
ozonized in less than ten minutes. 


By taking a deep inhalation of ozone 
through the attachment or inhaling mask, the 
lungs are filled with purifying oxygen, having 
the same stimulating effect of pure air in a 
healthy mountain region. It gets down to 
the deepest corner of the lungs, hastens the 
circulation of warm blood thus making the 
cells active and assisting them in removing 
congested matter or poison. 


The remarkable efficacy of ozone in the 
treatment of many of the disturbances or 
diseases of the lungs and general respiratory 
tract is widely recognized by physicians in 
civil life as well as in military life. A physical 
director writes us that during the influenza 
epidemic in 1918, not one of the hundreds of 
student officers under his supervision were 
affected by the disease—he used this machine 
continuously. 
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This machine weighs only ten pounds, 
measures 1114, 1014 by 6 inches. Can be 
operated on either direct or alternating cur- 
rent, and combines both a complete Ozone 
and High Frequency Generator, which can 
be used at the same time or separately. This 
machine can be easily carried without any 
more trouble than a physician’s carrying case, 
and can be used anywhere where it can be 
attached to an electric light socket. Fur- 
nished complete with one electrode, aluminum 
inhaling mask for administering ozone, $65.00. 
Complete chart and written guarantee for one 
year furnished with every machine. 
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Electrodes or Attachments 








No. 2—Cautery Electrode............$2.00 






No. 3—Eye Electrode................ $0. 79 





No. 5—Tongue Electrode............. $1.50 


oot | 
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This electrode generates extreme heat and 
is very desirable in deep seated troubles. 
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No. 10—Comb Electrode,............$2.00 








No. 12—Dental Electrode, insulated... $1.90 





No. 13—Dental Electrode, insulated. ..$1.90 


Nos. }2 and 13 are indented to hold medicated cotton 








No. 15—Electrode for gums, insulated. .$1.90 
We Ae 





No. I8—No. | Rectal Dilator—one- 


third actual size... si ota abc ees. $1.50 
There are three Dilators to a set. Price 
Be hain and cau orn: sien Cases to eee $4.00 





No. 21—Vaginal Electrode, insulated. . $2.00 





No. 22—Bunion Electrode 
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De Mooy 
No-Vacuum Condenser 
Electrode 


This new De Mooy Electrode is the last 
word in Electrodes for High Frequency Gene- 
rators—is made from Jena Glass Platin Sil- 
vered and highest grade ‘‘New’’ Insulating 
Composition. 

The use of this Electrode makes possible 
the obtaining of benefits from High Frequency 
in considerable less time than is required with 
other types of Electrodes. 


EXcLUSIVE FEATURES 


1—Provides greater supply of ozone. 
2—Provides more heat. 


3—Not made useless by loss of vacuum— 
there is none to lose. 

4—The glass is of highest grade and thick, 
almost unbreakable. This *‘No-Vacuum”’ 
Non-Breakable feature makes it indis- 
pensable. 


5—It spreads the current over a greater 

surface than any other type of Elec- 
trode. 

No. 23-——Electrode.............. Price, $4.50 


Manufactured by 


De Mooy Electric Co. 


CHICAGO OFFICE: 
220 South State Street 


THE FAITHORN COMPANY 
CHICAGG 


alley 


COMMONWEALTH EDISON COMPANY 
ELECTRIC SHOP 
72 WEST ADAMS STREET 


448 North Parkside Ave. 3127 Logan Boulevard | 
4523 Broadway 9163 South Chicago Ave. 


ALL TELEPHONES RANDOLPH 1280 


